OF SOUTH CAROLINA

(R1101, S1597, 11817)     No, 794
AN ACT To Require The County Treasurer And The Treasurer
Of The Sanitary And Drainage Commission of Charleston County
To Publish On Or Before The Tenth Day Of Each Calendar Month
An Itemized Statement Of All Disbursements Of Public Funds
Of Said County Made By Such Officer In The Preceding Calendar
Month.
BE IT ENACTED by the General Assembly of the State of South
Carolina:
SECTION 1: Treasurer and treasurer of sanitary and drainage
commission publish monthly certain disbursements, Charleston
County.-That the County Treasurer, and Treasurer of the Sanitary
and Drainage Commission shall each, on or before the 10th day of
each calendar month, publish in a newspaper published in Charleston
County, an itemized statement of all disbursements of public funds
of said Charleston County made by such officer in the preceding cal-
endar month, except salaries fixed and itemized in this Act; PRO-
VII)IED, that neither the County Treasurer nor the Treasurer of
the Sanitary and Drainage Commission shall publish any amount in-
clided in the Statements of the County Supervisor.
SECTION 2: Repeal.-All Acts or parts of Acts inconsistent here-
with are hereby repealed.
SECTION 3: Time effective.-This Act shall take effect upon its
approval by the Governor.
Approved the 14 (lay of April, 1948
(RI102, 111818, S1598)    No. 795
AN ACT To Provide For The Advertising By Any Officer,
Board, Or Commissioner Of Charleston County, Or Any Depart.
ment Or Subdivision Thereof, Offering For Sale Any Bonds Or
Bond Issue Of Said County, Or Any Subdivision Thereof, Except
Revenue Bonds Issued By The County Board Of Commissioners
Of Charleston County, Not Involving The Full Faith And Credit
Of The County.
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